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GRAPHICS MATERIAL ON THE HEW RUMANIAN STEAM ELECTRIC STATION OVIDIU II 
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1. Location: Rumania 

Caption and Description. "Where Two Years Ago There Was Only a Mass of 

Stones and Cliffs, Today Appears the New Steam-Electric Station, Ovidlu 
IT. It Is the Most Modern Station in Rumania. The Plans for This 
Construction Were Drafted in the USSR and the Actual Work Was Super- 
vised by Soviet Engineers and Aided by Soviet Machines and Personnel." 
Photograph shows Stahanovite Virgil Patrulei working at an aggregate 
in the turbine room 



Photograph Description: Size, 7x4 3/4 inches; 

; good; newsprint 
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Scan tela, Bucharest, lb August 1952, page 1 
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2. Location*. Rumania 


Caption and Description: "The Completion of the Most Modem Steam-Electric 
Station in Rumania, Ovidiu II, Means a Great Step in the Plan for 
Electrifying the Country. At Present, the Ovidiu II Station Provides 
A LI the Electrical Energy Needed for the Construction on the Danube- 
Black Sea Canal and Represents, at the Same Time, an Important Cor‘ri- 
bution in the Industrialization of Dohruja." Photograph shows a view 
of the Ovidiu IT steam-electric station 
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Photograph Descriptions 7 x 3'h inches; good; nevsprint 
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3 . Location • Rumania 

Caption, and Description: "In Two Short Years an Impressive Electric 
Station Has Been Built in Ovidiu II. It Is Primarily the Construc- 
tion Labors of the Youth of TOM (Union of Working Youth ) , With the 
Multilateral Assistance of the USSR." Photograph shows a close-up 
view of the Ovidiu II steam-electric station 
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Photograph Description: 10 x 7 inches; good; newsprint 



1;. Location: Rumania 


Caption and Description: "The Recently Constructed Ovidiu II Steam-Electric 
Station Is Entirely Equipped With Soviet Machines. The Aggregates of 
the Electric Station Furnish Thousands of Kilowatts to the Danube-Black 
Sea Canal. The Electric Excavators Brought From the USSR, the Dredges 
Which Are Digging the Wharves of the Cernavoda Port, and the Water- 
Regulation Equipment Now Working at Full Output Will All Be Benefited 
by the Opening of the Present Electric Station." Photograph shows a 
view of the turbine room 
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Photograph Description: 4-j; x 6 3/4 inches; fair; newsprint 
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